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PAGE 01 NEW DE 12477 170941Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO /016W 

115802 180656Z/12 

R 170628Z AUG 78 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 3438 


Message Text 


LIMITED OFFICIAL USE NEW DELHI 12477 

FOR A/SY/OPS/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: TG GUARD SYSTEM INSTALLATION 

REF: STATE 206102 

1 . TSO NEW DELHI BELIEVES THERE WILL BE A NEED FOR TWO 
SYSTEMS; ONE UNIT FOR THE CONSULAR SECTION IN NEW DELHI 
AND ONE FOR THE NEW DELHI CHANCERY MAIN ENTRANCE. THE 
UNITS WOULD BE MOUNTED OUTSIDE NEAR BUILDING ENTRANCES. 

2. NO OTHER CONSTITUENT POST OR RSOS HAVE REQUESTED TG 
SYSTEMS. 
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